
(860)429-1908 sales@ytionline.com 
NATIONWIDE 24/7 ON-SITE SERVICE 
EMERGENCY RESPONSE WITHIN 48 HRS 

Vacuum Coating Equipment & Service 




Systems 



YTI takes great pride in customizing 
existing vacuum coating equipment to 
perform new coating and technology 
processes. 



Services 

An exceptional staff of fully trained 
service engineers provides 
comprehensive service for virtually any 
type of vacuum equipment. 



New Vacuum Coating Equipment 




YTI manufactures state-of-the-art PVD, CVD, and 
PECVD vacuum systems. More than thirty years of 
hands on experience and design capabilities in vacuum 
technology allows our engineers to analyze your 
process and offer sound, equitable solutions for your 
requirements. We work closely with our customers to 
ensure design integrity as the system is being 
constructed and integrate customer supplied 
equipment as requested. 



Systems are available in bell jars, box coaters, load- ^^^H 
lock, in-line, and batch. Likewise, a wide variety of ^^H| 
sources can be installed, i.e., electron beam sources, 
thermal sources, ion sources, and magnetron or diode 
cathodes (RF or DC). YTI offers in-house automation 
technology to assure consistent performance. With 
lower start-up costs, and yielding a higher throughput 
and superior product, YTI offers the best price to 
performance ratio available. 

Please call with your requirements and discover how YTI can ma 
competitive in today's high-tech environment. 




SERVICES 

> Highest Quality in New PVD, CVD, and PECVD Vacuum Systems 

> Bell Jar, Box Coater, LoadLock, InLine, and Batch System Capabilities 

> Electron Beam Sources, Thermal Sources, Ion Sources, Magnetron or Diode Cathodes (RF or DC) 

> InHouse Automation Technology 

> More Than Thirty Years of Hands-on Experience 

> Extensive Knowledge of State-of-the-Art Technology 

> Maximum Price to Performance Ratio 

> Low Start-up Costs 

> Close Customer Involvement 

> Equitable Solutions 

> Consistent Performance 

> Customized Processes for Exotic Requirements 

> Superior Uniformity and Film Parameters 

> Maximum Pumping Efficiency 



Refurbished Vacuum Coating Equipment 



YTI is the place to find the highest quality in refurbished 
vacuum coating equipment to meet your precision 
requirements. We sustain an extensive inventory of bell jars and 
box coaters equipped with electron beam sources and/or 
thermal deposition sources. We also maintain a variety of load- 
lock, in-line, and batch sputtering systems equipped with RF or 
DC supplies and utilizing magnetron or diode cathodes. 




r 



The equipment can be purchased in "as is" condition or, if you need to start production quickly, YTI 
can provide the service required to assure the system will be operational when delivered. Any 
system can also be customized to meet your specific requirements. 

Please call for pricing on currently available systems. 

Services 

> Highest Quality in Refurbished Vacuum Coating Equipment 

> Extensive Inventory of Bell Jars and Box Coaters 

> Electron Beam Sources and/or Thermal Deposition Sources 

> LoadLock, InLine, and Batch Sputtering Systems 

> RF or DC Supplies utilizing Magnetron or Diode Cathodes 

> Operational Pricing or "As Is" Pricing 

> Customized to meet your specific requirements 



Used Inventory 



YTI stocks a large quantity of surplus systems and components. Please call us your 
requirements. 



Contact Us 



EMERGENCY 

For emergency service after normal business hours (EST) please call: 

1 (860) 429-1908 and follow the prompts 

* Messages left on this number are monitored 24/7 

IMMEDIATE RESPONSE 



LOCATION 

Yeagle Technology, Inc. 
140 Nott Highway, Route 74 
P.O. Box 217 
Ashford, CT 06278 
Phone: (860) 429-1908 
Fax: (860) 429-7176 




